NATIONAL 


Marketers Can Boost 
Jobbers Biaqgest Proble 
Offers Pro 





ew LUBE Oll Tank 


Equipped f with BRODIE ME 


Serve Busy Airports 


Bropie “tes: METERS 


RALPH N. BRODIE CO., INC. erst & LOWELL, OAKLAND 8 CALIFORWIA. US A 
Divisvon Off ces CHRYSLER BLOG NEW YORE CITY «© S59 £ VAN BUREN CHICAGO S «~ 71015 SAM PEDRO LOS ANGELES TL CALIFORNIA 
307 SOUTH PEARL ST. DALLAS I TEXAS . 270-0TM AVE WORTH SEATTLE © WASH ~ REPRESENTATIVES AND STOCKS IM ALL PRINCIPAL CITIES 





Here’s why “Ethyl” antiknock compound 
is a better buy than ever before 





1. “Ethyl” antiknock compound is one of the few things you buy which costs less than in 1939. 


PER CENT OF INCREASE OVER 1939 AVERAGE COSTS 


Because of constant improvements 
in manufacturing methods, and in 
product composition, the “Ethyl” 
fluid you buy today is priced 19.4 


lower than was in 1939 and 





2. “Ethyl” fluid adds more potential performance to your gasoline than ever before. 


EFFECTIVENESS OF 3.0 CCS OF TEL 
AT VARIOUS OCTANE LEVELS 
itomotive engine 
pression ratios, the 
Oline quality is the 
) ratio. As the octane 
up, the increase in 
ed by adding 3.0 ccs 


eater 


ETHYL CORPORATION, New York 17, New York 


Preducts sold ender the “ETHYL trade-mart: antitnech compounds salt cake ethyiene ¢ic hier de sodium (met benzene herachioride (techaical) 


1 








YOUR NEEDS 


POST INSTALLATIONS WAYNE AUTOMOTIVE HOISTS are powerful, easily 


SINGLE OR MULTIPLE 


Wayne Hoists are tailored handled, and convenient. They permit complete access to all under 

to your own requirements 

A Wayne rep onan parts of car. Special multiple post arrangements and superstruc- 
e 4 rese ive . 

will discuss your needs with ture designs developed to suit your requirements and accommo- 

you, and Wayne Hoist En- 

gineers will recommend the date longest trucks. You can increase your lube business, simplify 


right equipment for you tire and repair work with Wayne Hoists 


Uf “ wile THE WAYNE PUMP COMPANY 4. wh? 
GWE 


There's no obligation 


508 Tecumseh Street, Fort Wayne 4, indiana 
. 
Please send [ ) Bulletin on Wayne [| | Two Post, Single Post | 06 worse ener semeees f 


Hoists. | Send Selesmon 
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city 





hol Ta itt ie] £} HOSE REELS CAR WASHERS © DISPENSING PUMPS 
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THE NEWS 


COMING MEETINGS 
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KLY OF THE Ott INDUSTRY 
Couteuts 


NEWS SECTION 
FEATURE INDEX 


DEPARTMENTS 











“My ‘Jeep’ Does 
Everything...” 


SAYS TEXAS STATION OPERATOR 





WHIT FRY'S Stations 
and Evans in Fort 


I use my Jeep for everything connected with a 
ery, tire repair and serv 
reports Whit Fry of 


hry know s that the Unt 














4-WHEEL-DRIVE ‘ 
UNIVERSAL ye ep 


WILLYS-OVERLAND MOTORS, TOLEDO 1, OHIO © MAKERS OF AMERICA’S MOST USEFUL VEHICLES 
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AHEAD of #% NEWS 


SHOT IN ARM ! Pen: ia SAVED BY THE BELLI 


' 








TIRE, ADVERTISING 


CLINALESS COINS CLICKING 


ONE FOR ALI 


NO ACTION ON IMPORTS 








CANADIAN JITTERS 


CALTIOUS ON TANKERS 

















JOHN "WOOD COMPANY 


Tr 





A er -_ oo "= 
VOMPICTS Island Service Hromotes Ait Sales | 


NEW AIR-WATER-GAS SERVICE BRINGS 
NEW CONVENIENCE TO STATION OPERATION 


The new Islanders 


Eco Tireflators 





Bennett Gasoline Pumps 


‘SLANDER 
with Eco 


A 


e BENNETT PUMP DIVISION wmuskecon. micHican 


Ceneda: 101 Honsen Street, Torente 6 
Export’ JOHN WOOD INTERNATIONAL CORPORATION 
BENNETT PUMP DIVISION 
29 Breedwey, New York 6. NY. © Coble Address: WOODINTER est. 1867 
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HYSTER 











atlorin every Wa... 


B NEW improved Ws 1A Now on display at 
‘ led tLnein bihiecsent 


ehiniaé. Makan toe Hyster Distributors 
csteater 50.7. cham other in all principal cities 


e PNEUMATIC TIRES 
¥ SINGLE LEVER CONTROL 


* LOW OVERALL HEIGHT 


(> 


Vl \ 


AAaanuant 


EXTREMELY LOW OPERAT 
ING COSTS \ 











the first completely modern 
2000 pound Lift Truck 


Designed by Materials Handling Engineers. Priced right, low main 
tenance costs, standardized repair procedures, low depreciation 
Operates equally as well inside or outside your plant. Low 


center of gravity, better visibility; EASIER ON FLOOR SURFACES 
C 0 M ° A N Y THE OPERATOR, AND ON LOADS 


THOUSANDS of HYSTER 20 trucks are in use in HUNDREDS 
of INDUSTRIES. NOW the New Hyster 20 Lift Truck 
materials handling costs even more. SEE IT at your nearest HYSTER 
DISTRIBUTOR. While you are there, inspect his SERVICE facilities 


THREE FACTORIES 
con cut 








Little Chance Seen for Congress 


To Approve Oil Inquiry by FTC 


ANTIC COAST—By Raymond E. Bijorkback 


War Threat Calls for Action 
By U.S. to Avoid Avgas Lag 








Never Before SUCH POWER... 
Never Before SUCH VALUE... 


in Chevrolet P+L Advance-Design Trucks 


LEADING WITH ALL THESE PLus FEATURES: 


* TWO GREAT VALVE-IN-HEAD ENGINES the New 105-h p. Load 
Master and the Improved 92-h.p. Thrift-Master to give you greater 
power per gallon, lower cost per load « THE NEW POWER.-JET 
CARBURETOR smoother, quicker acceleration response ° DIA 
PHRAGM SPRING CLUTCH for easy action engagement «© SYNCHRO 
MESH TRANSMISSIONS for fast, smooth shifting © HYPOID REAR 
AXLES 5 times more durable than spiral bevel type . DOUBLE 
ARTICULATED BRAKES —for complete driver contro! «© WIDE-BASE 
WHEELS for increased tire mileage « ADVANCE-DESIGN STYLING 
with the “Cab that Breathes ¢ BALL-TYPE STEERING for easier 
handling « UNIT-DESIGN BODIES— precision built 


CHEVROLET 
P*L 
ADVANCE-DESIGN TRUCKS 


Popularity Leaders 


PF nelieseinteiies | eileen 


2 yload Leaders 


Fides a ts ders 





interpreting the Oil News 


Safety Poster Sparks Jobber 


Campaign Against Natural Gas 








HOW COME BiLLS tak 
DOING SUCH A Eiame aiid 
BIG BUSINESS 2 ITS SIMPLE ! 

HE KNOWS MOTORISTS 
CHOOSE OIL IN CANS, 
6T01!* 


AMERICAN CAN COMPANY 





Pacific Hot War Seen Drawing 


Heat from DJ Antitrust Attack 








E. K. Bennett Heads Texas Oil Jobbers Association 
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U.S. Ready to Call 200 Oil Men 
For New PAW If Third War Flares 


Government Seen ‘Drafting’ Key Staff Members 
Hallanan Says Industry Is Prepared for Crisis 





Jobbers Ask to Supply Home Front If War Comes 





News of the Oil Industry 


New Jersey Dealers 


Republic Gets 150,000 Bbls. Map Antitrust Suit 
Of Storage in Southeast Against Sun Oil 


Road Federation Sees 
‘Gas’ Tax Hike Upping 
British Living Cost 


Book Gives Facts. Figures 


On Nation's Oil Resources 





Adjournment Seen Postponing Action 
By Congress on Depletion, Tidelands 


News of the Oil Industry 


Passenger Tire Production 


Reaches New High in May 


Co-Op Leases Canadian 
Land for Oil Search 


Oil Competition Is ‘Real 
Thompson Tells Lawyers 








News of the Oil Industry 


All Quaker State Plants Operating; 
Strike Hits Minnesota Oil Truckers 


Oil Is Fourth Largest Industry in Nation 
30-Company Profits Drop 27':. Study Shows 





News of the Oil Industry 


Sales of LP-Gas by Principal Uses 


LP-Gas Gains Taper Off in 1949, 
Propane Use Widens, Survey Shows 


Lt 








News of the Oil Industry 


TABLE 


Ohio Oil Plans ‘Big-Inch 
St. Louis-Lima Pipe Line 


Internal-C ombustion Engine 1} 


Household Consumption 


Husky Refining Reformed 
As Husky Oil Company 





DOTTING THE NATION’S INDUSTRIAL LANDSCAPE 





Look at terminals and tank farms wherever 

you go and you will see Graver Expansion Roofs 
As indicated by the hgures on the map, there are 
Graver Expansion Roof Tanks keeping 
Conservation At Work in the majority of these 
United States. Industry acceptance of the 
Expansion Roof is clearly established with vapor 
savings and maintenance economies that have 


been matters of record for more than a decade 





FABRICATED PLATE DIVISION 


GRAVER TANK & MFG.CO. INC. (GRAVER 


EAST CHICAGO, INDIANA 
NEW YORK + PHILADELPHIA + CHICAGO «+ CATASAUQUA, PA. + HOUSTON «+ 








SAND SPRINGS, OKLA 
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News of the Oil Industry 


Independent Jobber Plagued with Postwar Costs 


Prewar Margins, Pennsylvania Association Says 


Poster Promotes Oil Heat 


r Safes, 
y 





Editorially Speaking E : 
Fn 


Who Would Make Rules and Fix Fees If Oil Companies 
Were Forced to Let Competitors Use Their Terminals? 
H 








Editorially Speaking 


Governors Drive to Up Nebraska Gasoline Tax 


Employs Same Tactics Used in Missouri Fight 





Shell Terminal Designed for Efficient, 
Safe and Fast Handling of Oil Products 


Open-Air Warehouse, Two High-Speed Drumming Areas, 
Central Fire Fighting System Are Part of New Marine Plant 








Now! Ford Trucks in biggest 


Economy Run ever made! 
witty oe 


Watch for this sign! Caer 


a 
Official identification for aad 
thousands of truck users in the . 4 
“ r — 
wrk wen 


To demonstrate Ford Truck Economy 


THROUGHOUT THE UNITED STATES 


IN EVERY IMPORTANT TRUCK-USING VOCATION 
... IN YOUR KIND OF BUSINESS, WITH YOUR SIZE TRUCKS! 


Economy~—one reason why Ford 
is America’s No. 1 Truck Value! 
And \ big r hy mor 


j 


The Ford Truck Economy Run, 


throug! 


lt demonstrates Ford Truck economy! 
W's extensive! | " 


} i t k I 


it's all-inclusive! ‘ 


In the long run, too—Ford Trucking costs less because 


FORD TRUCKS LAST LONGER 


Using latest registration dota on 6,592,000 trucks, life insurance experts prove Ford Trucks last longer! 
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New Terminal 














New Terminal 


Piannes! for 





Only 
row sory otra new cat an Ostrich 


can get away 
with this... 


BUY 100% PURE 


PENNSYLVANIA 


MOTOR OIL 











Wor 
(PENNSYLVANIA 
WE 


_— 


PENNSYLVANIA GRADE CRUDE OIL ASSOCIATION 





Marketers Can Promote Station Profits 
By Advising Dealers on Adequate Tools 


By ,AROFALO. Manager 








\Belinony o> 


LOSES $1000 PER TRUCK EACH YEAR 


MONEY THAT CAN BE SAVED EASILY 
BY AN ACCURATE RED SEAL® METER 
COSTING 1/3 AS MUCH 


A 1% error too small to worry about? j 


Not in the oil business! For instance, in 
Chicago, a 2000-gal. truck delivering 
8-cent oil, three trips a day, handles 


product that costs over $100,000 a year! 


That's worth protecting with the most ac 
curate meters it's possible to obtain—for 
in one year the meter must accurately 
account for oil worth 300 times the cost 
of the meter itself! This common-sense 
applies to your bulk plant operations too 
Replace inaccurate measuring devices 
with the meters famed for sustained ac 
curacy—Red Seal Meters. Ask your near 
est Neptune office or Neptune equip 
ment jobber to show you why Red Seal 


Meters are the most accurate and easiest 





to maintain—best for all your trucks and 


loading racks 








NEPTUNE METER COMPANY 
50 WEST SOTH STREET 
NEW YORK 20, N.Y 


Branch Offices 
ATLANTA - BOSTON - CHICAGO + DALLAS - DENVER 
ant r Tank Truck meter 
LOS ANGELES - LOUISVILLE - Mo. KANSAS CITY, MO er every use. See the ia 
PHILADELPHIA - PORTLAND. ORE. + SAN FRANCISCO proved Avto-Stop quantity 


bs control ond Print-O Meter 
Cencdian Factory: LONG BRANCH, ONT icket pr 


Theres ao Red Se Bulk 


ating registers 











There’s a lot of TOMORROW 


| 
| 
| 
| 


Divide first-cost dollars by years 
of performance and you re 
always ahead with HEIL 


— 


ee 


By whatever standards you judge the merits of transportation 


tanks — appearance, performance, safety, stamina Heil is able to give you 


more for your money — and does. 


With tireless research, special techniques, and precision equipment, Heil 


has pioneered practically every important advancement in liquid transportation 
for over 47 years The Heil one-piece, integrally-welded, boltless truck tank 


design, for example, successfully reduced weight by as much as 15 


Naturally it costs more to build a tank with Heil quality features. But if 


they are not built into the tank in the first place, you'll pay for them later any- 


Way in maintenance expense, lost time, and shorter operating life 


Chere can be no finer tribute to the dependable, profit-making perform 
ance of Heil tanks than the fact that three out of four Heil tank sales are repeat 
Sales lo satisfied wsers 


HEIL WHIPPET TANKS are 
designed for the local de 
livery of fuel oil Weather 
proof rear cabinet is integral 
with fank shell, deep enough 
to howse hose reel and mete 
equipment Also supplied 
with cabinets on one or both 
sides. Available for immed 
jate delivery in capacities 


from 1000 to 1600 gallons 


immedior® 
° pelivery \ 


delivery units 


TERED FEL: Otte SEAVICE fae ms SUES ccccsscte onudt qaneamy aut ts 


: ads of such prod 


kerosene, diese 
may be de 
vtiy They 
used f 

able f 





ina HEIL tank TODAY! 








4 ymmedior® 
. pelivery \ 


HEIL CRUISER TANKS are designed for city delivery 
of gas, fuel oil, or both. For fuel-oil delivery the pump 


hose reel and meter are located in the weatherproof 


right-side compartment. In summer, this equipment is 
easily removed and the space used for package goods 


and other items. Capacities from 1500 to 2100 gallons 





THE 


Send in the coupon for an illus 

trated booklet of specific details on 

Heil fuel-oil truck tanks. The wide - 

range of styles and sizes assures Company 


meeting your exact requirements 
Address 


City 





Small Tools for Stations 





List of Tools Needed for Servicing Cars at Stations 














PITTSBURGH 


ROTOCYCLE 


TANK TRUCK 
METER 


This compact ml tering unit 18 especially de- 
signed for use on small tank trucks. It gives you 
the most meter in the least space. The cast alum- 
inum body carri in integral air eliminator and 
strainer. Capacity ts SO gpm on pump. Opuonal 
inlets at eather side o ick permit flexibility in 
installatior ghtweight (100 lb as shown) ts 
anaddedadvantag isme rmeasu esthrough 
the ume prove ‘ inciple tO assure 


enduring awccura rite tor bulleun OG-201 


ROCKWELL MANUFACTURING COMPANY 








Jobbers Name Supplier Practices 
And Credit as Biggest Headaches 


By NPN Staff Writer 


Narrow Margins 


I Practices of Stippliers 


sand cut rates 


Supplying self-serve 


Ky-passing the jobber 


Miscellaneous 


If Internal Problems 


(Credit and) =collections 


Eliminate all the weak spots in your 
tL. P. G. leading racks! Use CHIKSAN 
Ball -Bearing Swivel Joints, WECO Wing 

Unions, Okadee Valves and WECO 

Hi-Speed Thread Seal and get 
matched safety all the way 

plus dependable perform 

ance low maintenance 

cost, easy handling ond 


long life 


Wherever you handle liq 
vids, vapors or gases through 
flexible lines, this engineered 
combination saves you time and 
money. CHIKSAN Engineers will gladly 
assist you in designing flexible lines for 
the safe handling of a wide range of prod 
ucts in. any length any size any pressure 
to 15,000 psi 
WRITE FOR CATALOG NO. 50 


REPRESENTATIVES IN PRINCIPAL CITIES 
SOLD BY LEADING SUPPLY STORES EVERYWHERE 


CHIKSAN COMPANY 


AND SUBSIDIARY COMPANIES 
Chicago 3, ill. BREA, CALIFORNIA Newark 2,N. J. 


WELL EQUIPMENT MFG. CORP. HOUSTON 1, TEXAS 
CHIKSAN EXPORT CO. BREA, CALIFORNIA NEWARK 2,6.) 


BALL-BEARING SWIVEL JOINTS FOR ALL PURPOSES 
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Gulf Starts Training 


Dealers at Airports a 
ee” ROLL-ON LIFI 


WITH AIRDRAULIC JACK 








SHAFCONAIRE 


NEW NAME FOR THE ORIGINAL 
OVERHEAD O/L-FIRED HEATER! 


OverHEap HEATERS, INC. 


1354 BOOK BUILDING ® 








INDEPENDENT 


REFINERS 
T 


LUB-OILS & FUELS (INDIA) 


7-10 Elphinstone Circle 
FORT, BOMBAY. INDIA 











Relative Cost of Gasoline Seen 
Cheaper in 1950 Than in 1941 





Sinclair Distributors 
are Setting 


New Sales Records 
> 


N; 

e/ orth, South, East and West, 
the introduction of Anti-Rust 
Sinclair Gasoline has set new sales 
records for Sinclair Distributors 
and Dealers. These records 
prove that motorists and fleet 
operators want and need 

the extra value of anti-rust 
protection offered by Anti-Rust 
Sinclair Gasoline, 

containing RD-119, 


Why don't you profit by 

selling the gasoline that's really 
new? Get in touch now with the 
nearest Sinclair Representative 

or write Sinclair Refining Company, 
630 Fifth Ave., New York 20, N. Y. 


ite ANTI-RUST 
wax SINCLAIR GASOLINES 


) 


Y fag 8 POWER-PACKED PLUS ANTI-RUST- NO EXTRA COST! 








Gasoline Bargains 


A complete line of pumps 
for the modern petroleum handler 


FOR TRANSPORTATION 


MARLOW GEAR INCREASER PUMPS 


MARLOW ENGINE DRIVEN PUMPS 


4 





FOR STATIONARY APPLICATIONS 


MARLOW SELF-PRIMING 
CENTRIFUGAL PUMPS 


MARLOW CENTRIFUGAL PUMPS 


Newspaper Asks Fair 


Write the Marlow factory for complete Gasoline Price Inquiry 


information and name of Marlow dealer nearest you 


609 GREENWOOD AVENUE, RIDGEWOOD, NEW JERSEY 


MANUFACTURERS OF QUALITY PUMPS FOR A QUARTER OF A CENTURY 





how le A< 


PLACES AT 


$2,500 Penalty Accepted 
In 


Penna. Grade Oil Case 








corporation 


mw i& yr € W dD | yt @t oe @ 





Natural Gas Industry Continues 
To Bid for More Heating Markets 


‘in aff Wer 


FOR FUEL OIL DELIVERIES _) «onony / 


LONG LIFE 
DURABILITY 
DEPENDABILITY 


ATTRACTIVE DESIGN 


ee 


STRONG CONSTRUCTION 
- / 


"oe; — 


WRITE 
FOR FREE 
ide) tL valel, | 


SOUTHERN TANK & MFG., inc. 


1501) MAYNES AVENUE... OWENSBORO, KENTUCKY 





ROTARY PUMPS 
Famous 





A 
whe 


Viki Pume Company 
nd Cedar Falls, lowa 
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API Units Plan Meetings 


VETTING NEW 
PERFORMANCE 


‘ | 


Texan 


DOUBLE-ACTION 








TOKHEIM om mm | TAN K AND PUM P co 
w Ave Fert Wayne def . 9 How ‘ 





Surveys Show Station Lubrication Favored. Hot Competition in St. Paul 


nce for Leading 
Paul 
furnilios busing 


h brand 


afer 
‘ 


with BLAW-KNOX Electroforged STEEL GRATING 5 3 
RUNNING BOARDS AND BRAKE STEPS = 


. 

RUGGED STRENGTH 
e 

EASILY INSTALLED 
o 


EASILY MAINTAINED 


BLAW-KNOX DIVISION '742@41')2') (¢)4)) 
of Blaw-Knox Compan 
setth sean teeta tin. ecaana ite BLAW-KNOX STEEL GRATING 








or blending and compounding... 


from 100 to 1200 SUV 


OIL CORPORATION . GULF REFINING COMPANY 


Gulf Building Pittsburgh, Pa 
Sales Offices Warehouses —Located in principal cities 


and towns throughout Gulf's marketing territory 





— \¥ 
Markets =. 


Esso, Other Suppliers Boost Coastal Heavy Fuels 10c: 
No. 6 Prices Off 5c in Midwest, Light Fuels, 0.125c 





Heavy Fuel Prices Up 10c Per Bb! 





OIL MARKETS 


Summary of Daily Gasoline Prices (July 5 through July 10) 


ACT 
VA 


Suppliers Boost Heavy Fuel Prices 





OIL MARKETS 


‘HICAGO 


DISTRI 


7O I 
No. 2 Fuel Down 0.2c: Gasoline Tight 


MID-CONTINENT 
Gasoline Tight: Prices Steady 





MIDWESTERN hica E. St. I Are 


Light and Heavy Fuels Quoted Lower 





OIL MARKETS 


Socony Boosts Eastern Gasoline Prices 


CENTRAL MICHIGAN 
Holiday Gasoline Consumption Heavy 


WESTERN PENNA 


Lube Offerings Scarce: Price Hicher 





OIL PRICE SECTION 


Prices at Refineries and Terminals and by Tank Wagon . 


PRICES IN EFFECT JULY 10 


GASOLINE 


MIDWESTERKS 


LUBRICATING OILS 


ri 





VENTALARM 


WHISTLING TANK FILL SIGNAL 


DEEP ROCK OIL CORPORATION 


ys! A MPANY : 616 Sevth Michigen Avenwe 
sary s a . ous re Chicege 90, Iilineis 





Oil PRICE SECTION 


Refinery & Terminal Prices (Continued 


PRICES IN EFFECT JULY 10 


OUTH TEXAS Cont'd KEROSINE, GAS & FUEL OILS 


WESTERN FP 4 
' wiford Wa 


HOWESTERSN 


LPG PRICES 


* Pon refinerics. te 
r 


( PNTRAI Mit HIGAN 


THIS 
iS YOUR 
MARKET PLACE! 


A card advertisement in 
NPN's Market Section 


every week will bring you 





quick and continuous 


sales at low cost 


WRITE FOR SPACE RATES 


Natural Gasoline 


| 
| NATIONAL PETROLEUM NEWS 
1213 West Third St. 


Cleveland 13, Ohio 











UBE t ; ; 
LORS lbs: Marketer of Petroleum Products 


GASOLINE Petroleun NEW ENGLAND PETROLEUM CORPORATION 
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Oil PRICE SECTION 


Refinery & Terminal Prices (Continued 
PRICES IN EFFECT JULY 10 


CHICAGO DISTRICT PRICES ATLANTIC & GULF COASTS 


NAPHTHAS AND SOLVENTS 








OIL PRICE SECTION 


Refinery & Terminal Prices (Continued 
PRICES IN EFFECT JULY 10 


GULF COAST—CARGOES, DOMESTIC & EXPORT, ALL PORTS LAKE PORT TERMINAL PRICES 


PETROLATUMS 


A 


AVIATION GASOLINE & JET PROPULSION FUELS MID-CONTINENT LUBES AT GULF 


PACIFIC COAST 


BK kers, Diewed Pu Bunker © Fuel 
hI ' . i i ~ 400 


TANKER MARKET REPORT 
MEXICAN BUNKER PRICES 


Mexican ¢ lorts 


HARTOL 


PETROLEUM CORPORATION 
INDEPENDENT MARKETERS 


TL ee) eee 
630 FIFTH AVENUE, NEW YORK 20, NY 








Tank Wagon Prices Oil PRICE SECTION 


ATLANTIC . yen California Standard (Cont. 
REFINING : ' 


ESSO 
STANDARD 


CALIFORNIA ‘"" ‘ HUMBLE 
STANDARD r) 80.87 line 5 OlL 





IMPERIAL 
OlL 
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Position Wanted Position Open For Sale 
POSITION WANTED <PRCTALTY SALESMAN Nh ieee THACTON 
Hot 
' | ! 
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An edvertiseme NPN >» uified Se 
tea will bring you quick, effective results 
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| jw ‘ ° 


Refinery Crude Runs 
Rise to 5.854.000 B/D 


Plantation Pipe Line Co 
Plans New Parallel Line 






Cities Service Refinery 
Bought by Quaker Stat 





OIL PRICE SECTION 


SOCONY VACUUM 
Mebilgas Aircraft 
Grade Urade Urade 
aw ! iv 
rw rw r.Ww 


Tank Wagon Prices 
‘ 


Taxes 
Discounts 


OHIO STANDARD 


Sohio aso 

Avia Avia Paseo Fasc 
“2 “oO Avia Avia 

( lear $i loo 


Aviation Gasoline Cons. T.W 


es ‘(Clear 


Tare 


Discounts 


INDIANA STANDARD 


Ked Crown (K 
Red (r'n Red (Fr 
(ons Dir 
Tw rw 


Fuel Otle—T.W 
Standard Stanolex 


Heater «nl Furnace Oil 


Mobiigne 
Keguiar Grade 


Tank Wagon Prices (Continued) 


/HILMEAT 
No. 2 Fuel 
Yard 


Mobilfued 
Diesei 
rw 


Mobil Kervsine 


rw tard rw 


Kocheater Syracuse Rosteon Hartford Providence 


Sohic X-Tane Gasoline 
Keguiar- Grade 


Con Ke 


Napbthas & Solvents—Cons 

D4 v.M.AlI 

sumer sell Naph Naph 

rw ere ‘ tha tha w 
‘ 


Ne 2 
t Sehio-Heat 


sine N 1 


Sohio He 


Kero 
sine 
T.Ww 
a5 4 
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Kentucky n Gas 
Standard ~ a... 


Dealer Taxes 


Stanolex burnace © 


Kerosine 100 gals 


rw 1-99 gals & ov 


Stanoles Stanolex 


Fuel A Puc 
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Position Wanted Position Open 


POSTTION WANTED SPRCTALTY SALESMAN oie TRACTOR 


BOX 3 


CONTROLLER 
. CONTROLLER 





An edvertisement in NPN's Closified Sec 
ties will bring you quick, effective results 
POSITION WANTED ‘ f WRITE TODAY 
NATIONAL PETROLEUM NEWS 
1213 West Third St eveland 











Refinery Crude Runs 
Rise to 5.854.000 B/D 


} 


Plantation Pipe Line Co. 
Plans New Parallel Line 


Cities Service Refinery 
Bought by Quaker State 


Refinery Operations Summary 


Last Toll Canal in U. S. 


Passes from Private Hands 


Day's Supply of Principal Petroteu 


Products 


Suspension of Southeast 
Rail Rates on Oil Asked 


ASHI 





Statistics 





CRUDE PRODUCTION AND RUNS TO STILLS (Tota! U.S.) 


* SAPPELS DARKLY 





RUNS 
TO STMAS 


~~ 4 


it . 


ASONDJ AMJJASONDJFMAMJJA | 8152229 512 19 262 
B i949 i950 
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GASOLINE STOCKS (Dist. 5 Not Included) 
a hee Crude Oil Stocks 


Ker 


te 











Penna. Crude Runs to Stills 














Statistics 


REFINERY OPERATIONS 


(asoline 
Pre al (eas (HA 
Ties Ine hist. Put cnt 


( rude Kons te stills Ref 
mast . a8 snd ‘ Daily Average Operated Natural Bieaded . » Vreduction 
€ oF t a fe ; Week Ended Week Padded Week Faded Week Ended 
Districts duly 1 Jume 24 duly 1 dune t4 July t June t4 ‘ uly 1 dune té 


Per Cont 
Kesidual “ otal Steck. Total Stocks Stocks of Trmdly 
beet on tons (1) and Kesidual binished and to Kefin t« 
Production hi erosine DPhistiliates heal ol finished (-ascline pacity Keported 
Werk Paded Week Paded Week Faded Vewk banded Week Faded Veek Paded 
Districts July | Jane 24 July 1 June 24 July | June 24 July 1 June 24 July | dune 24 July 1 


suseusnupatmenitinn 
Crude and Condensate GAS Oll AND DISTULATE STOCKS (Dist. 5 Not Included) 
Production MILLIONS OF BARRE 





~ 


barreds 





293 623xX 
SEPT 














RESIDUAL FUEL Of STOCKS (Dist. 5 Not Included) 
































GENERAL AMERICAN 
CAN HELP YOU 


quipped to handle any liquid that 


through a pipeline mul offering all c 
wivantage ot ven “ private terminal 
{, \r 


eneral neriwean wn ‘ ‘ lermuna 


facilities are 


> . ~ investment o 
distribution os: 
and distributios 
As a furtt 


e | er Te , if ; ithe rete | 
American Tank Storage Terminal warehouse 
pic ure receipts repr ent the hrehest form of collateral 
FOUR TERMINALS STRATEGICALLY LOCATED AT 

Carteret. \. J Houstor 





OFFICES IN PRINCIPAL 
CITIES 


GENERAL AMERICAN TANK STORAGE TERMINALS 


GENERAL AMERICAN TRANSPORTATION CORPORATION 
135 South LeSalle Street - Chicago 90, Illinois 
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MR. INDEPENDENT 


De you wish you could buy o 
so you could meet competition? 
feel thet # you 


cans 
De you 


covld buy at the right 
price you could sell more oil? if y re 


volume buyer \e 
help you 


SAFETY LUBE 


PENNSYLVANIA MOTOR OIL 
AT AMAZINGLY LOW PRICES 


_ PR Es 
Pioneer Oil Company 
1630 S$. Sist St., Phila. 43, Pa. U.S.A 


WRITE TODA 








DEPENDABILITY 


for over 30 years! 


Approved 
by the 
Petroleum 
Industry 


PHILLIPS Hand Op 
erated Pumps, Tank 
Units, Grease Dis 
pensers and other 
Service Station Equip 
ment have long been 
on the approved lists 
of the major oil com 
panies as well as the 
independents from 
coast tt) coast 

Our reputatior 
dependability i 
priceless asset 


constantly maintained 
Write for Catalog Today 


PHILLIPS PUMP & TANK CO. 
1432 State Avenue 
ee Cincinnati 4, Ohio 
Perea yey W est Coast Office 
2449 Hunter St 
Los Angeles 21. Californie 











ABOUT OIL PEOPLE 


Rock Des Moines Ar 
Dey, Indiana Standard 
Area 4 





ABO POAM 
FIRES OUT QUICK 
.. STAY OUT! 


Refineries barrel houses 
bulk plants — wherever 
flammable liquids are stored 
AER-O-FOAM “'Fire-Tested 
Protection is needed! 
National AER-O-FOAM pro 
vides quick, effective action 
that stops fires before they 
get a “start AER-O-FOAM 
forms a thick, tough, long 
lasting, airtight blanket of 
foam that snuffs out flames 
insulates threatened areas 
and prevents flashbacks 
AER-O-FOAM is non-cor 
rosive easily washed 


away with hose stream 


Complete Protection 
For Oil Industry 


Whether it is a complete foam 
system for a refinery. a refill 
can of AER-O-FOAM liquid 
or a foam charge for a hand 
extinguisher National can 


supply your every need 


NATIONAL 


FOAM SYSTEM teeta 


WEST CHESTER, PA. Gchees; Aron: 9, Saeueiiineton 








An almost effortless pull 
before leaving the pump 
provides extra hose for 
long reach fills. THE 
ROL-WAY HOSE- 
SNUBBER HOLDS IT 
OUT UNTIL THI 
SALE IS COMPLETED 
... FREES ONE HAND 
FOR OTHER DUTIES 
When the nozzle is hung 
up, the extra hose re- 


turns automatically 


It takes lots of effort 
. and two hands 











for a hose that’s always 
pulling away from you! 











THE HAR WAY 


This exclusive Bowser hose-snubber is only one of many 
Rol-Way pump features which mean better and faster 
service at your pump islands 


Write today for the folder that explains them all! 
BOWSER, INC. 1301 Creighton Avenue, Fort Wayne 2, Indiana 
SALES AND SERVICE IN ALL PRINCIPAL CITIES 


CREATORS OF THE WORLD'S FIRST GASOLINE PUMP 


July 12, 1950 63 





ABOUT OIL PEOPLE 
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_] 
This group. shown gathered at the annual meeting of the Empire State Petroleum Assn. recently 
seems to be enjoying a good joke. Left to right: H. C. Fuller. Parish Oil 
Brooklyn. N. Y. Paul G. Blazer. chairman of the 


Butler Oil Co.. Auburn. N. Y. Frank M. Porter 


held in New York 
Co., Parish. N. Y.; Henry Schwartz. Paragon Oil 
board. Ashland Oil & Refining Co., Ashland. Ky.; Mrs. Mildred H. Butler 
president of American Petroleum Institute: and A. G. Hazelden herry Va 


Oil Corp., Waterville, N. Y 
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rofits ‘“go up’’ 
when your islands 


“go NATIONAL” 


NATIONAL PUMPS 
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Sure Sales Drained and Refilled with 


NEW SERVICE GETS NEW BUSINESS! Pure Oil dealers have Purelube 
Automatic Transmission Fluid Type A which is approved by all leadin 
1 manufacturers for use in Hydra-Matic and torque-converter type 


Pure Oil Dealers cash in on 
automatic transmission service 


THE PURE OIL LINE OF LUBRICANTS ay, Pe © 
{5 A COMPLETE LINE THAT INCLUDES 














THE PURE OIL COMPANY 
eneral Office Chicago 


Be sure 
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